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why do creative architects call 
on Belden Brick? 


because Belden Brick provides 
over 200 imaginative variations 
in color. texture and size?! 


Architectural creativity is most effectively interpreted when 
distinctive colors, textures and sizes are available. And that's 
why creative architects call on BELDEN. Because BELDEN provides == 


іі 
T 


over 200 imaginative variations of brick, perfectly adaptable іш 

to offices, churches, schools, factories and homes. Your nearest ЖО АПА 
BELDEN Dealer will gladly provide samples and new color brochure 
EIGHT MODERN FACTORIES LOCATED AT CANTON, SOMERSET, 
PORT WASHINGTON, SUGARCREEK, AND UHRICHSVILLE, OHIO 
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| accept the assignment to the position of Executive Director of 
the Architects Society of Ohio with deep humility and a fervent prayer 
for strength and guidance to attain success. | realize that as a layman 
to the Architect's profession, | do not have all the solutions to the many 
problems that will arise concerning the architectural field, therefore | 
accept also the assistance already afforded me so graciously by very 
competent architects and their offer to aid me in the future. 


The ASO office will be open to Architects in the State of Ohio 
and any assistance or guidance desired by any member of the Society 
will always be available. | personally will be available whenever needed 
by a member. Please feel free to call upon me at your discretion. | hope 
to be able to broaden our services to the profession. 


The publication of The OHIO ARCHITECT will continue with the 
same high standard of quality. It is my hope, as time goes on, to 
gradually expand the magazine, broaden its news coverage, strengthen 
the advertising picture, and expand the local chapter news articles. 
| plan to keep The OHIO ARCHITECT in the prestige magazine status 
with a dignity that becomes a publication representing a profession 
deserving no less than this. | will welcome your suggestions and criticisms 
from time to time hoping that you as a reader will let me know the 
items you like in the publication and the changes or additions you would 
like to see made. The use of color to a greater degree, when economi- 
cally feasible will be a goal of mine, also the incorporation of unique, 
attractive covers that will not only lend prestige to our publication, 
but will draw greater reader interest. 


| am looking forward to working with the Architect's Society and 
all its members. | hope that |, with my wife Betty, and our three boys; 
Bruce, Brian and Brad, may meet all the members of the Society as 
soon as it is physically feasible. My family will be moving to Columbus 
just as soon as suitable living quarters are available, until such time | 
shall be commuting on week-ends to my home in New Philadelphia, Ohio. 


| would like to take this opportunity to thank all the Board members 
and the screening committee for the confidence expressed in me by 
appointing me their Executive Director. | shall endeavor to do my utmost 
to fulfill this confidence, 
| am at your service — 
Sincerely, 


с Р 
aad A, «басу 
David (Dave) А. Lacy, 
Executive Director 
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USS слвуцте Expanded Slag aggregate can cut the weight of a 
standard 8" x 8" x 16" concrete block by 12 pounds. That's 
because many other aggregates weigh up to 50% more per 
cubic yard. And because concrete made with САКУШТЕ 


weighs less, structural steel framework and other build- 


ing materials can often be lighter and more economical 
Lightweight blocks cost less to ship, are easier to 
handle, go up faster. Besides cutting dead weight. 
USS GARYLITE aggregate gives concrete units excel- 
Is lent fire-resistance, long-lasting beauty, compata- 
я bility with other building materials, proven dura- 
Wel echt bility, better thermal insulation, and nailability. 
e For more information on the best coarse or fine 
lightweight aggregate— USS слкуцте Expanded 
Slag—call or write United States Stecl, Raw 
Materials Sales at any of the following offices: 
208 South LaSalle Street, Chicago, Illinois 60690 
(Area Code 312) 236-9200; 209 Broadway Build- 
ing, Lorain, Ohio 44052 (Area Code 216) 245- 
6897; 525 William Penn Place, Pittsburgh, Pa. 15230 
(Area Code 412) 391-2345. USS and GARYLITE are 


registered trademarks 


your 
xroblem? 


United States Steel 
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CHARLES F. KETTERING 
MEMORIAL HOSPITAL 


Yount, Sullivan & Lecklider, Architects & Engineers 
420 Third National Bldg., Dayton, Ohio 45402 


Potter, Tyler, Martin & Roth, Consulting Architects 
128 Е, 6th Street, Cincinnati, Ohio 45202 


Helmig Lienesch & Associates, Consulting Engineers 
228 East First Street, Dayton, Ohio 45402 


Richard R. luen, Food Facilities Consultant 
9394 Montgomery Road, Cincinnati, Ohio 45242 


James H. Bassett, Landscape Architect 


1504 Cook Tower, Lima, Ohio 


There are four public entrances to 
the Charles F. Kettering Memorial Ho 
pital nearing completion on the Ket 
tering Estate in Kettering, Ohio, just 
south of Dayton. The Main Entrance on 
Southern Blvd. for visitors, the Admitting 
Entrance for patients arriving on а рге- 
the Out Patient 
Entrance for those coming to the hospi 


scheduled reservation 


ond the 
Beside 


there is а Doctor's Entrance and а large 


tal (ог special treatment 


Emergency Entrance. these 
receiving dock and entrance where all 
material and supplies enter the hospital. 

Each entrance 
should be, 
different purpose. entrance 
protected by a large and substantial 
porte-cochere solid red brick 
columns ond spreading horizontal blue 


is distinctly different 


os it since each serves a 


The moin 
with 


porcelain fascia, gives the visitor a feel- 


ing of security as he enters the main 


The Out 


southern 


Patient's Entrance on 


end of the building 
other hand 
day. It i 


stone patio with benche 


is open and sunny all the 
approached through a flag 
planting and 
shaded by a beautiful pagoda tree. 
The Admitting provided 
specifically for those coming | tay 
at the hospital is again like the Moin 
covered. The 


Entrance 


Entrance, 
ogoinst the elements here 
grey 

painted 


protection 
is a long 
reinforced 


curved folded plate 


concrete canopy with steel 
column supports. 

Lastly, the 
protected with o grey reinforced con- 
folded ед 
опе end by the hospital building and о 
olid 


aluminum 


Emergency Entrance is 


crete plate roof supr 


the other by red brick wall 
which clearly 


identify it. Since many will orrive here 


larae letters 


by ambulonce, this also a porte- 


cochere which allows vehicles to drive 


under it for protection and the pattern- 
ed brick 


for the concrete roof as well as a screen 


woll serves both as a support 


for the parking lot adjacent. 


The paromont idea which guided the 
Architects іп 


was patient comfort. 


designing the hospitol 


The building is constructed of rein- 


forced concrete with exterior walls of 
mottled glazed brick in a range of solt 
grey colors. The main entrance ha 
walls of deep red granite cut in cube 
and floor to ceiling glass windows, The 
red granite is also used in large panels 
to accent the windows on the first floor 
center area above the main 


which 
harmoniously with the granite 


and the 
entrance. Varigated red brick 
blends 
has been used as accents on the hospi- 
tal building proper while the heating 
plant, maintenance garage and enclos- 
ing serpentine wall screening the park 
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Front facade Charles F. Kettering Memorial Hospital 


ing areas from Southern Blvd., are con- 
structed entriely of this material. The 
visitor enters the hospital directly into 
the carpeted lobby and waiting area. 
Here is a large handsome information 


sk of walnut wood and black formica 


set against a long screen of walnut 
wood embelished with walnut travertine 
marble panels, On one side of the 
screen is a portrait of Charles F. Ketter- 
ing for whom this building hos been 
erected as a memorial. Just off the 
lobby is a small, simple and beautiful 
walnut paneled chapel adorned with 


and 


ors and staff. 


stained glass windows open for 


patients, v 


everyone, 
unusual gift shop is off the 
main lobby where the visitor and 
patient may find many interesting, un- 
usual and unique gifts as well as mer- 
chandise usually available in this area. 

The walls of the lobby are finished in 
Japanese grass cloth in tones of beig 
with a vert antique marble baseboard. 
The ceiling is cally treated with 
recessed lightin 


stered chairs 


acous 
Comfortable uphol- 


walnut furni- 


solas ana 
ture һоуе been provided for visitors. 
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Down a corridor is the Snack Shop, 
a bright sunny room decorated in blues 
and white with touches of green, where 
visitors may obtain refreshments while 
at the hospital. The glass walls of this 
room open onto a flag stone patio 
screened by staggered red brick walls 
and planting. Here the visitor may dine 
out of doors in pleasant weather. 

The main or entrance floor contains 
the administrative and business offices 
and all the working departments of the 
hospital; surgery pathology laborator- 
ies, radiology, admitting physical medi- 
cine, out patients, emergency, central 
supply and pharmacy. Here also is the 
medical department 


records and a 


large handsome medical library. The 
inter-relation of one department to an- 
other was carefully considered when 
designing was in progress. Each depart- 


ment hos been laid out to work os 


efficiently as sible and each has 
n provided with the most advanced 


available today. 


b 


Several 
have unique features and all are plon- 


equipment 


ned to make the patient os comfortable 


The layout of the surgery department 
is especially unique. This department 
contains eight operating rooms plus o 
larger operating room especially de- 
signed for open heart surgery, and an 
orthopedic room, making a totol of ten. 
It is so arranged that the patient enters 
the operating room from а patient's 
corridor while the doctors and attend- 
ants enter from a central sterile area. 
Walls in this area are floor to ceiling 
ceramic in color and 
the floors are conductive pure vinyl tile 


tile, soft green 
There is a large recovery room included 
for post-operative observation. Nearby 
are doctors and nurses lockers and 
lounges and facilities for the surgery 
club; a comfortable woiting room for 
relatives of patients in surgery. Central 
Supply, where so much of the supplies 
ond equipment used for operations 
originates, is connected by a door. 
Pathology loboratories across a cor- 
ridor from surgery, gives the pathologist 
easy access during operations. Here the 
blood bank is located and the depart- 
ment includes a small library, a special 
laboratory with an 


research animal 
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NEW WOOD HANDRAILS with 
an aluminum core substructure 
are furnished as a complete unit 
by Blumcraft. The solid walnut 
wood, with a natural hand- 
rubbed oil finish, is bonded 
to the aluminum at Blumcraft's 
factory. This new railing concept 
combining wood and metal is 


trademarked RAILWOOD* 


Complete 1964 catalogue avail- 
able from Blumcraft of Pittsburgh, 


460 Melwood St., Pittsburgh 13, Pa. 


*Trodemark © 1964 Blumeraft of Pittsburgh 


e man from BARCO 
r starting lineup! 


HE WILL PREVENT COSTLY DOOR PROBLEMS 
FOR YOU... SAVE MONEY FOR YOUR CLIENT! 


Your Barcol dealer will work directly with you, or as your 
representative to your client — to help analyze and establish 
the performance requirements of overhead-type door 
equipment at the preliminary planning stage. 


Put th 
in you 


Consider him a member of your staging team. 


Using the exclusive Door System Analysis Planning Guide, 
the man from Barcol will analyze client requirements; identify 
the penalties of inadequate, inferior-quality doors; justify 
initial cost of door equipment and determine a firm, accurate 
budget figure (with alternate choices, if required.) 


Get to know the man from Barcol, he'll help you solve 
client door problems BEFORE THEY HAPPEN! 


There's a BARCOL man near you... 


Cleveland 


Barcol Overdoors of Cleveland 


Dayton 


Barcol Overdoors 
5126 Scotsman Drive 


Lima 


Lima Lumber Co. 
1101 Delphos Ave. 


3815 Brookpark Road 
Phone: 216-749-1750 Phone: 513-275-6156 
The Lidel Co., Inc. 


Phone: 419-225-6010 


Elyria Middletown 


H. H. Wellert 
36560 Chestnut Ridge Road 
Phone: 216-327-5921 


Cincinnati 
Elmer Sickles 
9 South Sutphin Ave. 


Phone: 513-423-5337 


Durbrow-Otte Assoc., Inc. 
1426 Clay Street 
Phone: 513-721-0068 


Findlay Toledo 


Adam Loos Co., Inc. 
145 5. Erie Street 
Phone: 419-248-3711 


Cuyahoga Falls 


R. J. Flickinger Co. 
1813 E. Bailey Road 
Phone: 216-923-9737 


Barcol Overdoors of Findlay 
Div. of M.D. Neff Lbr. Co. 
125 Fair Street 
Phone: 419-422-0822 


BARBER 
COLMAN 


BARCOL OVERDOOR COMPANY 


SHEFFIELD, ILLINOIS 
Subsidiary Barber-Colman Company, Rockford, Illinois 


é BARCOL 
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Main lobby Charles 


Hospital 


F. Kettering Memorial 


room and the autopsy room. 

The Radiology layout is similar to 
surgery with a patient corridor com- 
pletely around the four X-ray rooms. 
The work area is in the center with film 
developing, barium kitchen and control 
panels around a center corridor. There 
is a special door to X-ray from the 
emergency department so that emer- 
gency patients may have easy access. 
A special waiting room for patients re- 
quiring X-ray therapy with private dress 
ing rooms included exclusively for them, 
has been provided. 

Wherever possible, mechanical con- 
veyors have been utilized to transport 
people, food, equipment, supplies, drugs 
and every conceivable object needed 
to run the hospital. Food is delivered 
from the kitchen on the ground floor to 
the patient floors on carts by means 
of fast dumbwaiters. The trays of soiled 
dishes are returned on an endless tray- 
veyor to the dish washing room. 

Two banks of high speed elevators 
carry visitors, patients, doctors and 
nurses from floor to floor efficiently and 
fast. There is a freight elevator on the 
receiving dock to deliver materials 
down to the ground floor or send it up 
for shipment. 
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from pharmacy ore sent by 


Drugs 


dumbwaiter to the nursing floors and 
central supply has a special dumb- 
waiter to transport supplies vertically. A 
pneumatic tube system connect all the 
key areas and departments of the 
hospital. 

Stairs lead off the lobby down to the 
ground floor or elevators descend to a 
large lower lobby or foyer which serves 
both the cafeteria and the medical 
lecture hall. 

The cafeteria which serves meals to 
the employees and staff is designed to 
accommodate 200 at one time. It is 


entered through doors in a glass and 
partition from the foyer. Oak 
paneling combined with walls covered 
with a soft green material on which a 


oak 


geometric design has been applied, 
combine to make this a very pleasant 
place in which to dine, The serving 
square has walls of pale yellow ceramic 
tile. Recessed 
doors can be pulled, closing off this 


sliding matching oak 
area for special occasions and ban- 
диев. Certain areas can also be 
divided off with folding oak doors which 
match the paneling for smaller luncheon 
or dinner groups. The ceiling is acous 
tically treated and the lighting is re 
cessed, supplemented by four hand- 
some bronze chandeliers which combine 
direct and indirect lighting. 

A private dining room has been pro- 
vided which accommodates up to 50 
complete, with a serving pantry. Here 
the paneling and wainscoting is oak and 
walls painted aqua color. The carpeting 
is deep tones of blue and green with 
coral white reminiscent of the Carib- 
bean Sea. Walnut tables and chairs with 
black seats and backs add to the quiet 
dignity. The indirect lighting is supple- 
mented by four white six branch сһоп- 
deliers accented with brass decoration. 
One wall has been provided with a 
movie screen and blackboard which 
when not being used, is shielded by а 
handsome floor to ceiling curtain. 


General view—Emergency operating 
Charles F. Kettering Memorial Hospital 


room 
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ANDERSEN WINDOWS ARE READILY AVAIL 
FROM THESE OHIO DISTRIBUTORS 


DAYTON 


Dayton Sash & Door Co., 


8 Norwood Ave., 
BA 4-5626 


MASSILLON 


Vhitmer-Jackson Co., Whitmer-Jackson Co., 
1261 Babbitt Rd., 16th St. & Harsh Ave. S.E., 


[261-1300 TE 3-8511 


NORTH LIMA 

Iron City Sash & Door Co., 

So. Range Rd., Mahoning County 
(Youngstown Branch), КІ 9-2172 


TOLEDO 
Allen A. Smith Co., 


1216 West Bancroft Street, 
CH 4-5531 


Why Andersen 


WOOD 
WINDOWS 


were specified 
for this new 
12-story hotel 


Because the architects . . . Sommerich 
and Wood...estimated dramatic instal- 
lation and maintenance cost savings 


nd came up with a choice that not only 
their design needs . . . it saved the 
s money as well. 
mbled, stock Andersen Case- 
uld be installed by the regular 
ew. Specialists required for steel win- 
dow installation were not needed. The 
r It per window saved ... а total 
installation savings of $1800. 
They went a step further and predicted 
long-range maintenance savings of 
; with Andersen units. 
compelling story. But there 
sons for specifying Ander- 
/ood Windows. 
the Andersen line that permits 
complete creative freedom. Seven 
nt styles, 30 different types, over 
cataloged sizes. 
extra weathertightness (up to 
hter than industry standards 
ndows). You design large 
S without sacrificing insulating 
. Owners save s antial- 
ly on heating and cooling costs. 
Check Sweet's File. Or contact the 
itor (at left) for a 


indowall 


inted Windows 
AYPORT, MINNESOTA 5 


At the opposite end of ће loyer is 
the entrance 19 the Medical 
Hall. This room which seo!s 304 persons 


Lecture 
has aqua colored carpeted aisles ang 
stage- The 
decorated with 


opposite side walls are 


alternate panels of oak 
and grey 5 of cloth with o 


gold stenciled design The stage curtain 


green 


is beige with a design of conventional- 
ized trees in blue and tan. The 
room has been provided with a fine or- 


green 


room for slides or 


electrically operated 


Other areas On this floor include the 
laundry, general storage, 9 barber shop 
and beavty salon, 
mechanical equipment 
entrance to two tunnels, 

the School of Nursing and the other 19 


the heating plant. 


The second and third floors are de- 


ond mont 


voted to nursing units for medical 


surgical beds with one wing exclusively semi-private room. 9 privote toilet ond 
pediatrics. The fourth floor. unfinished 
the addition of the fifth 
floor, will have one nursing unit of surgi- 


beds and the other 
occupied by obstetrics. 


lavatory. The decor of each room in 


because of each nursing unit is different. 


Each patient, except those in the four 
has 


that allows him to per 


col мо wil be 


bed words and intensive саге units 
comfort of 


the patient was particularly considered form for himself mony of the services 
when the architects were designing the ordinarily accomplished by а nurse OF 
nursing units- an ai 


A typical nursing unit consisting of 
38 to 40 beds, is 
double corridor. 


arranged with 0 


All patient rooms ore private ond semi-private bed has been 


provided with o telephone. 


on the perimeter of the building with 
the working oreo nurses station, exam Corridors ore finished in solt pastel 
ining rooms etc., in the center. This colors with scrubable viny! plastic finish. 


Ceiling in both bedrooms and corridors 
control the 


was done for two reasons: The nurses 


have better control of the patients with acoustically treated to 


roll 


. Floors ore 


lk and concentrating the 


noise. Each private 


cing has all these features— 
hre s of WAL-LOK—WAL 
ormed for m y 
ile strength 0 WAL-LOK 
after welding e WAL-LOK has rectangu 
sign for stronger welds and more steel in the 
mortar • WAL-LOK Crossro! oject for 
extra strong mortar locks а! h weld 9 
hold WALLOK up off the blocks for 
te embedment In ihe mortar. Write for 
brochure today. 


siderods 
SALVANIZED Crossrods 


p. 0. BOX 516 


Stoff. ond employee dinini 
Kettering Memorial Hospital 


nursing vnit has 9 smoll flower room. о 
treatment room and conference room. 

Special carts have been designed 19 
handle the linen for each unit. These 
stainless steel carts with doors ore filled 
in the cleon linen room of the laundry 
on the ground floor and dispatched to 
the nursing unit. been 
on the corridor of each nurs- 


is wheeled into this 


provided 
ing unit. 
alcove and it becomes the linen closet. 
This eliminates one complete operation: 


thot of transferring the clean linen to 


Each nursing unit hos а 
for ambulatory patients and each floor 
has а large lounge directly in front of 
the elevator lobby for visitors опа PO 


tients. 


1 


GRADES! 


DIVISION оғ 


ADRIAN. MICHIGAN 


OHIO ARCH 


Medical lecture room Charles Ғ, 


Memorial Hospital 


The fifth fl now under construction 
will be similar to the floors below 
plan; however the exterior walls instead 
of being brick are aluminum curtain 
wall with red granite aggregate panels. 
Three special lounge rooms have beer 
provided, one for each nursing sta 
hese will be finishd in differe 


de On the south and north wing 


and t 


реп terrace porches have been pro 
vided so that the patients may sit ou 
side on pleasant days. The south wing 
also has a large glass solarium. The 
fifth floor will contain many more ргі- 
vate rooms than the other floors. One 
wing will be devoted to self-care pa- 
tients, particularly those in the hospital 
for series of tests or convalescing from 


long illnesses 


ENGINEERING 
LAND PLANNING 


SURVEYING 


[AMI ENGINEERING COMPANY 
LINDEN AVENUE ' DAYTON 10, OHIO · 253-5188 
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Kettering 


STANDARD 
AND CUSTOM 
ENGINEERED 
METAL 
BUILDING 
PRODUCTS 


Sun Shades 
Marquees 
Walkway and 
Dock Covers 
Sun Cornices 
Wall Facing 
Fascia 
Roof Vents 


Architectural 
Metal 
Specialties 


Versatile design element, 
as attractive as it is 
functional... McKINLEY 
FASCIA and INSULATION STOP 


A 


Heavy aluminum McKINLEY Fascia 
and Galvanized Insulation Stop, avail- 
able in many standard shapes or custom- 
engineered to meet your specifications, 
assures attractive straight line roof ap- 
pearance. Floating-action design allows 
for ample expansion and contraction, yet 
provides positive weather-tight roof. Any 
color .. . any finish. For complete infor- 
mation, call 317-LI 6-1573 collect, or 
write direct to: 


o. o. MCKINLEY co., inc. 


4350 North Keystone Avenue * Indianapolis 5, Indiana 


Midpark High School 
7000 Paula Drive, Middleburg Heights, Ohio 


another air conditioned school 
...GAS air conditioned, of course! 


Forward-looking school board sees greater use of 
facility, student comfort, teacher morale as con- 
vincing reasons to air condition 

"We are very happy with our Carrier Absorption 
Refrigeration Machine," says Merlin C. Hanely, 
Assistant Superintendent of Schools, Berea Board 
of Education. The 70-ton unit, installed in Midpark 
High School, has given trouble-free operation since 
it was installed. 

"Midpark High is holding all its summer school 
classes in the air conditioned portion of the 
School," Mr. Hanely reveals, "to the complete 
delight of teachers and students. Our teaching 
staff thinks very highly of our air conditioned 
classrooms as a teaching aid. We are sure air 
conditioning is a necessity of the modern educa- 
tional system." 
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Year 'round Gas air conditioning keeps oper- 
ating and maintenance costs low. The new 
$3,300,000 school also uses Gas for heating, 
cooking, water heating, incineration and for heat- 
ing the water of the indoor swimming pool. 


There's Nothing Like a Flame for Heating and Cooling! 


Architect Mellenbrook, Foley & Scott, Berea 
General Contractor.........R. S. Ursprung Co., Cleveland 


Consulting Engineer. . . . .Pfitzenmaier, Weeks & Jablonski, 
Cleveland 


Spohn Htg. & Ventilating Co., 
Cleveland 


Mechanical Contractor 


COLUMBIA 


Call or write The Gas Company for more information. 
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А.5.0. NEWS 


LATEST 
EDITION 
READY FOR YOU 


quality railings 


NEWMAN 
ECONO-RAIL 


CATALOG 


GET YOUR PERSONAL COPY . . . new с 
attractive aluminum extruded QUALITY RA 
signed for office buildings, institutions, 
industry. 


atalog features most 
ILING especially de- 
schools, hospitals and 


NOTE ESPECIALLY . . . BUDGET RAIL ... 
LOWEST COST PRE-ANODIZED RAI 
THE MARKET, Re ON 


See our catalog also in Sweet's 
Section 6e/new 


бе /new 
5617 Center 
Hill Ave. 
АВА Fins Cincinnati 
pun Ohio 45216 


JULY-AUGUST. 1954 


MARR IS NEW OHIO 
REGIONAL DIRECTOR 


Mr. Charles J. Marr, FAIA, was elected Ohio Regionol 
Director at the National AIA Convention held in St. Louis, 
Missouri. 

Mr. Marr is President of the architectural firm of Marr, 
Knapp and Crawfis whose offices are located at 138 Ray 
Avenue, NW, New Philadelphia апа 1475 Lexington Ave- 
nue, Mansfield, Ohio. 

Mr. Marr has been active in state work, serving as 
President of the Architects Society of Ohio in 1957-58 
and holding other offices in the State Association. 

He was born in Kittanning, Pennsylvanio, November 
12, 1897. Mr. Marr holds a BA Degree and some of his 
principle jobs are Evangelical and Reform Church, New 
Philadelphia, St. Johns Reform Church, Dover, Ohio. Nobel 
County Court House, Caldwell, Ohio, New Philadelphia 
Public Schools, Union Hospital, New Philadelphia and Zion 
Lutheran Church, Canton, Ohio. 


CITY BLEUE 


Cleveland 


! . . 
:peciali 
Reprodu« tion Spé 


CieaneRINT 


Фон Т Үш M/ss The Bay | 


4 
SEND YOUR RESERYATION y 
6875 ғоз А 4 ` v 
2'; DAY GREAT LAKES CRUISÉ* 


TO ASO OFFICE NOW | 


SEND RESERVATIONS 10: 


DAVID A. LACY, ASO OFFICE 
5 Е, LONG ST., COLUMBUS, ОНО 


ШШШШШІШШІШШШ 


2) 4 у 9 о 


BENJAMIN MOORE & CO. 


New York * Los Angeles * Toronto % Chicago 
Jacksonville * Montreal * St. Louis * Cleveland 
Vancouver • Denver * Carteret * Houston • Newark 


Page 16 


ШІШІЛІШІ | 


Fallout Shelter Courses Offered 


Fallout Shelter Analysis courses will be offered by the 
f Civil Defens 


in ected Ohio cities during the 


ided at least 30 architects and engineers enrol 


Probable locations for these courses include Columbus, 
Dayton, Cinci 
Lima, Ma 
any other city will be considered if demand justifi 


B 


be scheduled one night a week or on Saturday for 14 


nati, Cleveland, Toledo, Youngstown, Akron 
eld, Zanesville, Portsmouth and Lorain; but 
it 


ses will 


inning in September or October, the cou 


weeks. They will be conducted by University professors who 
have been specially trained by the Office of Civil De 
fense. There is no tuition charge опа all text and reference 
materials are provided free. 

The Fallout Shelter Analysis course covers effects of 
nuclear weapons, attenuation of nuclear radiation, struc 
tural shielding methodology, shelter criteria and environ 
mental engineering, compartmental structures, apertures and 
entrances, quick approximate methods of determining pro 
tection factor, and shelter planning and design. 

To attend, an applicant must be a registered architect 
or engineer, or hold a Bachelor's degree from a rec jnized 


ool of architecture or engineering. Those successfully 
completing a course will be certified o Fallout Shelter 
Analysts by the Office of Civil Defense ond their names 
listed in National and Regional directories. They will also 
be kept abreast of technical developments іп the field of 
fallout shelter design through mailings ond periodic up 
dating workshops. 

Since Spring 1963, 11 Fallout Shelter Analysis courses 
have been given in Columbus, Cleveland, Dayton, Cincin 
nati, Akron, Toledo and Youngstown, and each has had 
good attendance. Over three hundred courses have been 
conducted in metropolitan areas Nation-wide, as part of the 
Office of Civil Defense architectural and engineering de- 
velopment program. 

To enable the Office of Civil Defense to determine the 
extent of interest in this training and to select specific loca- 
tions in Ohio for the courses, an architect or engineer who 
anticipates attending is asked to furnish his name, mailing 
address and course location preferred, with second choice 
shown, to the Director, Training and Education, Office of 
Civil Defense, Region 2, Olney, Maryland. 

For convenience, interested persons may wish to use the 
form below. 

Director, Training and Education 

Office of Civil Defense 

Region 2 

Olney, Maryland 20832 

| am interested in attending a Fallout Shelter Analysis 
course if offered in 

(15+ choice) 

(2nd choice) = 
Мате (Print) — ва = 

Mailing Address  — = = 


(Signature) е —— - = 
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Architects and Engineers: Vogt Ivers and Associates, Cincinnati, 


ODERN OFFICES HAVE 
OVER 100 FOOTCANDLES OF LIGHT 


Anything less reflects yesterday's standards. 


Your Ohio Electric Companies 
The Cincinnati Gas & Electric Company 
The Cleveland Electric Illuminating Company 
Columbus & Southern Ohio Electric Company 
The Dayton Power and Light Company 
The Marietta Electric Company 
Ohio Edison Company 


Ohio Power Company 


Problems Encountered in the Completion 
and Maintenance of New Buildings 


By: Walter L. Hartman 


A multi-million dollar rocket falls to moon a dud and Pro- 
fessor John Doe's room is cold, 
What is the similarity? A mechanical or electrical 
defect existed in each case. What is the differ- 
ence? Professor John Doe makes a lot more fuss 
about his cold room than all of the taxpayers 
put together do about their million dollar dud. 
Theoretically we take over a new building from the Archi- 
tects and Contractors on a certain date and everything is 
complete and ready to go, and all of the problems are 
solved, 
They have troubles. What are these troubles? Let's look 
at some of them starting with the little ones and ending 
with the big ones. 
Our first little problem we will name— 
|. Equipment Defects: 
Іп spite of todays advertised quality control much 
of the equipment is defective when we get to it, What 
causes this? Let's take a careful look at a few detoiled 
items. 
а) Antifriction Bearing Failures 
With antifriction bearings we find that in our 
new buildings the failures are about as follows: 
50% fail from over lubrication 
10% fail from misalignment 
10% fail from poor application 
10% foil from loose inner bearing races 
209/, fail from all other causes 
^ quick mental calculation and you will say some- 
one should hove kept his cotton picking hands off 
the grease gun. How did it happen? Let's look 
at a typical case— 
The job specs soy the Contractor shall lubricate 
all bearings. The Contractor's foreman says Joe 
get some grease and lubricate those bearings. Joe 
goes to the filling station and gets the best oil and 
grease he can buy and lubricates those bearings. 
Now thru this extra effort we are sure of 50% 
or 60% ball bearing failures. That expensive deter- 
gent oil washed all of the graphite out of the im- 
pregnated bearings so we get near 100% failure 
here. What should Joe have done? He should 
have covered the bearings with pieces of plastic to 
keep the water out during construction. He should 
have kept his cotton pickin’ hands off the grease 
gun ond used cheap machine oil in the impreg- 
nated bearings. 
Here is another dandy thot always catches our 
men. The manufacturer puts grease fittings on a 
motor with sealed bearings. Our men carefully 
greose the motor ond thereby ruin the bearings. 
Another dandy thot always catches the contractors. 
Geor reducers ore shipped with a solid plug in 
the place of the breather plug. The breather plug, 
of course, gets lost and is not installed. Thus when 
the unit is operoted it gets hot, blows its seols, and 
we have o ruined gear reducer. 
The manufacturer could help us all if he would 
put some lubricoting instructions on the equipment 
with something besides cheap paper that falls off 
when it gets wet. Something that your men and 
our men can read. 
b) Misalignment 
have in my hand a $25 magnetic holder and 
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dial indicator that makes the alignment of rotating 
machinery an easy job. | find that any good me- 
chonic with several hours instruction can do a good 
job of checking alignment with this simple device. 
Good alignment can add years to the trouble- 
free life of equipment. A pump properly applied 
ond aligned will run 10 years with no attention. 
The same pump misaligned will whip itself to pieces 
in less than one year. 


с) Missing Parts 


а) 


This is а problem that is not as bad as it was о 
few years ago. Now it usually turns out to be the 
item that everyone thought the other guy was 
going to furnish. It is time consuming and frustrat- 
ing. A typical example is a chemical feed pump. 
The manufacturer says it must have a relief valve. 
He did not ship it and the contractor did not buy 
one. The result, a damaged pump or a serious 
delay. 

Defective Parts 

This item fits in closely with missing parts. It is 
а tough one to pin down because there are many 
external conditions that can damage parts. The 
cost of the part is usually small but the loss of time 
опа the labor cost is high. 

Recently we have had a rash of poor electrical 
equipment on air conditioners. 

Excessive Vibration and Noise 

This is a tough problem—Often to solve these prob- 
lems we must call in о specialist. Formerly it often 
meant sending the item back to the factory. There 
has been some very real advances in this field re- 
cently. | R D, International Research and Develop- 
ment Corporation, in Worthington have on the 
market electronic equipment that does a very ef- 
fective job on field vibration problems. 


2. Material Problems (Ба) 


This little problem | am sure bothers contractors о 
lot more than it does us. 


b) 


Here ore a few that we find quite troublesome. 
a) Wrong Material 
There is an endless list of these items: 

Right hand instead of left hand as ordered. 

Brass finish instead of chrome. 

Wax gaskets instead of rubber gaskets. 
The list is long, costly and time consuming, but we 
find most suppliers very gracious about making 
corrections. In many cases we find that we have 
been specifying the wrong material. In a recent 
case it took 3 years and many long distance colls 
to find that we had been using the wrong nomen- 
clature for a special toilet repair part. We have 
joined the City of Columbus in outlawing cast 
iron pipe for water mains. We cannot afford the 
cost of repairing so many broken cast iron lines 
especially where they enter buildings. 
Defective Material 
This is not as serious as it was a few years ago. 
| think that manufacturing quality Жей | is paying 
off with improvements in most of our basic ma- 
terials. 
One small piece of defective material can sure 
cost a lot of money. Did you ever hear a plumber 
sound off when he found a leaky pipe fitting in his 
completed pipe system? Man, that is an educo- 
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tion. However, it is not the kind we 
at Ohio State 
| Non-matching Material 


We have no answers for problem. 
it will get wor the 1 
increa th wou 


tically minc archite 


пааға colors and materials rather 
1) New Materials 
Just because it is new does not make it 
Of the many good new me 


O 


n 


rials | would like t 
done a terrific job for us 


tnat ha 


lly in the wa 


orooting о! 


2. Epoxy and A 


unds. These material 


are terrific of jobs from caulking 
tonework to patching broken steps. We have lit 
ally solved hundreds of maintenance 


problems with materia 
E 


3. Teflon—tor 


rings ond 
cases Teflon packing ha 


between success or failure on automatic valves 
Manufacturer's Recommendations 
(This little fellow is a twin brother of material prob- 
lems). What are the problems here? 
o] Manufacturer's Recommendations Missing 
Too often the man on the job ond the тс 
mon neve e th This always throws 


tor a OSS. 
b) The Wrong Instructions Furnished 
А good example—A complet 


se 
iler for gos firing 


t of instruct 


were furnished for a | firing. Th 

fine, but this is an oil fired boiler 

Ano manufacturer furnishes a 
mr book that contains everything. Your me- 


chonic, at a cost to you о! about $6 per hour, find 
a soft lights his pipe, and reads the entire 
book. Finally, he gets to the climax of the tory 
details on Model 2-X are contained 
which he does not have. By this time 
he does no > any work the rest of 


only to find th 
book No. 


the day. 


We recently had a case 
а good many times. Тһе 
e а manufacturer's standard 
suppliers. Now what happen 


that got me out 
piping connections w 
But—But he chang 
—lt just won't work that way. 


look for some onswers on this problem. 


of the biggest improvements would be for the 


САЯ өте? 
еп their іп ction 


manufacturers to fas 


diagrams, etc., to their equipment with d 5 
that will not fall This mak 

chanic or maintenance man to find 
em to even 
instru 


m 


t. | can assure you thot it is a reol p 
attempt to file all of the maintenonc 


the 


we need for all of our equipment 


so that any one of a hundred men can 
Workmanship 
This may come os а to many but we find that 


craft 


e workmanship in t 
people think. This h 


mmon are: 


j man 


THE DENNY SUPPLY 
COMPANY 


Mansfield, Ohio / Phone 756-1566 
WHOLESALE SCHOOL FURNITURE / SUPPLIES / EQUIPMENT 


How to insulate these basic 
wall systems for just 
10¢ to 21¢ per sq. ft. 


[1] BRICK AND BLOCK 
[2] BRICK CAVITY 
[3] BLOCK 


Specify Zonolite* Masonry Fill Insulation to 
fill concrete block cores or cavities of brick 
cavity walls. The installed cost runs from a 
low of approximately 10£ per sq. ft. of wall 
to 21¢, depending on block or cavity size. 

Zonolite Masonry Fill Insulation cuts heat 
transmission through the walls up to 5095 
or тоге, „„гейисеѕ cost of heating or cool- 
ing equipment needed ..offers clients 
more comfort, a more efficient structure for 
their money. Your Zonolite representative 
has details. 


ZONOLITE 


ZONOLITE DIVISION 
W.R.GRACE & СО. 


ZONOLITE MASONRY FILL INSULATION 


Reg. trade mark of Zonolite Div., W. R. Grace & Cx 


to go around. Our rockets fal it 
professor's room gets а 


5. Communications 


s than 


ommun 


and 


а Red Tag whi 
industrial tag 

e literally for 
that у our men аге ‹ 
red tag or a little note 


get worse rather than better. Our 
controls follow Murg 


anything can go wro 5 

To keep that г air or 
ing work requires a el of techni 
that most today's mechanic 

To fill p 


a group 
develo is t 


adjust 


Educational Television? 
Designing a Stage? 
е LOADING INFORMATION 
FOR STEEL DESIGN 


Ф CIRCUITING LAYOUT 
FOR STAGE LIGHTING 


• SPECIFICATION DRAFT 
FOR EQUIPMENT 


* TV CAMERAS AND 
CIRCUITS 


Complete line of Fiberglas and 

Plastic Draperies, Tracks, Dimmer- 

boards, Spotlights, Gym Dividing 
Curtains, etc. 


The Janson Industries 


Phone Collect GL 5-2241 
Box 985 


Canton, Ohic 


an injury or pre r 
ning, known as "who do 
6. Controls 
This is a big problem on any job, С 
our jntrols get more sophisticated 


Let me 


easy answer 


ontrol 


3 humic 


»nnections 


more than equivalent 


CAPITAL 
ELEVATOR 


Oil Hydraulic Passenger 
Oil Hydraulic Freight 
Electric Passenger 
Electric Freight 

Ash Hoists 
Dumbwaiters 

Residence Elevators 


Elevator Maintenance 
And Service 


CAPITAL ELEVATOR & 
MFG. CO, 

424 W. Town St., Columbus 
228-6948 


Page 20 


n a library backw 


ee о 


for more mois 


eaks. Murphy 


Automatic controls that give danger 


drinking water 


artment has pr 


Herry” that 


pened 


tion an do to drinking water 


iex All plumbers in state should see this film 
ntlemen, and a 1! | 
the pr 3) A heating system that will not work because Murphy 
ME left a piece of brick in the m line 
One ga can that 


make that build op here a minute we dive 

al skill and care Murphy credit | f these h does get 
Kis help 

Gentlemen, | could go on for hours on these 100% complete 


bs. These are not easy problems and they do not have 


have several suggestions for your 


BRONZE or ALUMINUM 


* PLAQUES 
* MEMORIALS 
* NAME PLATES 
* HONOR ROLLS 
* PORTRAIT TABLETS 


Architectural Letters 
Bronze, Aluminum, 


Nickel-Silver, Stainless Steel 


Custom Fabricated 
Lighting Fixtures 
& Estimates sent on Re 


ЕЗ. MEERJOHAN-WENGLER,INC. 


10330 Wayne Avenue 
Cincinnati, Ohio 45215 


( Metalcraftsmen 
we 
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consideration. 

1) We need technicians of greater skill. This is a 
challenge to contractors, engineers, and labor or- 
ganizations and | will add — to The Ohio State 
University. 

2) We need better communications between the 
craftsmen, the engineers, and the technicians. 

3) We need to make better use of existing standard 
procedures for air balancing, water baloncing, for 
checking boiler controls, etc. 

4) We need to use what | call the "rocking chair" 
technique on jobs that are in trouble. Get a good 
man and tell him to sit there in a rocking chair 
until he finds and solves the problem. You would be 
surprised how well it works. The mon will actually 
spend less total time on the job this way than he 
oes running in and out. 

7. Architects апа Engineers 

Many of you men con speak to the good and bod 

points of Architects and nginger better thon | can. 

І am going to approach this a little differently by look- 

ing at the bottom side of the problem. 

|) Architects and Engineers are people (you may 
have heard this questioned in some circles) 

2) All people make mistakes. Therefore, it follows that 
all у теңде and Engineers, including myself, our 
department engineers and the Ohio State Univer- 
sity inspectors make mistakes. 

3) It is also fundamental that plans, specifications 
and equipment are imperfect. 

4) The problems do exist. The custodian knows the 
roof leaks as he mops the water. Professor knows 
his room is cold as he puts his overcoat on and 
read 50° on the thermometer. 


Now that | have all Architects and Engineers in trouble, 
how do we get out of the mess we are in? 

1) If the architect, the engineer and the contractor 
would calmly sit down and analyze the job prob- 
lem, the responsibility usually follows easily. A 3 
page report on why a job should work does not 
elp when it is finally found that all adjustments 
were based on a thermometer that was olf 40° F. 
In many cases there is more money wasted in argu- 
ing about the job than it takes to fix it. Once the 
problem is defined there are ample means of 
settling the issues. We believe the State Architect 
does a good job in cases where the contestants 
can define the problem. 

2) At the beginning of the job clearly define the 
architects, the engineers and the inspectors re- 
sponsibilities. My personal opinon is that the local 
engineering firms are hampered by poor contract 
arrangements with architects and customers. 

3) Watch those shop drawings. Too many jobs are 
loused up by failure to face the issues at the shop 
drawing stage. Gentlemen, it is a lot easier to 
change а few lines on a drawing than it is 16 
change equipment on the job. 


The Customer " 
This guy is the worst problem child of them all: If it was 
not for him we would not have any problems dhd no 
jobs either. 

There is no use kidding ourselves. The customer does 
create many problems. | am not going to take time 
to analyze the customer. There are some experts out 
there that can do it better than І, 

What can we as a team do to build and maintain for 
Professor John Doe a better building. | say this b& 
cause o large part of our maintenance at Ohio State 
University is done by contract. 


а | + 
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BOWERSTON SHALE 


WITH THE PATENTED 


TRU-LINE SPRING CLIP 


Here's the most important advance 
in drain tile since its beginning. 
The Tru-Line spring clip permits 
pre-assembly of several lengths of 
tile at convenient ground level. 
Joint alignment is perfect if you 
make sure the clips are installed 
correctly. 


All pipe and fittings are precision 
perforated for accurate clip-joining 
and unrestricted flow of liquids. 
Bowerston Tru-Line Tension Tool 
makes installation a snap. Sizes 
available are 4-5-6-8" with all 
fittings necessary for complete in- 
stallation. All tile and fittings are 
perforated to clip together, form- 
ing a completely inter-connected 
system. 

Write for information on: 

* Perforated Plain End Pipe 

* Trickling Filter Underdrain Block 


THE BOWERSTON SHALE COMPANY 


Drainage Material Specialists 


ARCHITECTS REGISTRATION FORM 


31st Annual Meeting of the 
Architects Society of Ohio 
& Ohio Regional Conference, AIA 


Please register (те) (us) for the 1964 Cruise Convention 
aboard the 5.5. South American, September 18-19-20, 1964 


Mr. & Mrs. 


Address 


City 


State 


Stateroom accommodations ($75 per person 
includes berth, meals, and social functions.) $ 


Total Cost $ 


[] Check enclosed 


0 Please bill me 


Please make checks payable to the Architects Society 
of Ohio and return to: 


Architects Society of Ohio 
Attn: Mr. David A. Lacy 
5 E. Long Street 
Columbus, Ohio 43215 
(AC 614 221-6887) 


Are You Going... 


2.. To Miss The Boat! 


DON'T WAIT! 
DON'T HESITATE! 


Space Is LIMITED . . . 


Time Is SHORT . . . 
Price Is МОНТ... 


FRIDAY - SATURDAY - SUNDAY 
SEPTEMBER 18, 19, 20, 1964 


SS South American 
Departing and Returning Cleveland 


Why does the brick industry continue to manufacture design intentions of gaiety, reverence, warmth, state- 
their products in such small units? WH liness or confidence as he desires. 


The answer might be summed up in three words: Th nomics of the small brick is well known. Time 


Imagination, Flexibility and Economy. after time brick walls prove more economical in 
Good architectu requires imaginative design, ARE BRICK both initial and ultimate cost than other materials 


and imaginative design requires flexible materials If there is any doubt we zest you compare tl 
The very fact that brick a small makes them one of 90 cost of brick with other materials on your next job 

the most flexible materials in existence. Brick walls this, better than any other way, v brick's 
can be angular, round, square, ive intricate SMALL? economy to you. This why brick are small. When 
elliptical, or lacy! They can be as straight as a shaft E" um аге no loni pertinent we will change 
of light or follow a entine pattern resemblir - but until then we shall concentrate on the quality, strength 
path of a snake. They will be cold and steri / апа арреагаг of our present product ) provide you 
the designer so desires just as they will reflect his other with even more imaginative tools for your imaginative design. 


REGION 4- STRUCTURAL CLAY PRODUCTS INSTITUTE 


pansion joints іп construc 
turn с r being compres 
The new General El 


licon 


onstruction 


has attracted widespread interest since introduc 
architects and builders last spring. lt outlasts поп- 
elastomeric sealants by as much as two to one. 
predecessor industrial silicone = 
lants have their origins in inorganic quartz ond organic 
hydrocarbons, a combination which pro extremely 
durable materials. Silicone elastomers ore unsurpassed іп 
flexibility at low temperatures, 
tures, weathering and aging. 

According to G-E spokesmen, the new silicone mate 


icone 


astomers, the si 


resistance to high јетрего- 


| 
ial 


>ffers a number of advantages in ease of application which 


NEW PRODUCT REPORT 


New Silicone Rubber Construction Sealant 
WATERFORD, NEW YORK—General Electric has an 
ed that it moki new silicone rubber construc- 
on sealant more readily obtainable for small commercial, 
esidential and industrial jobs by making it available 
jh lumber yards and building supply houses in stand 
|| oz. caulking cartridges. 
moteria available in four colors white, neutral 
aluminum and clear. The sealant is designed to 
o variety of needs from filling cracks in basement 
о permanently sealing roofs and rain gutters, smoke 
tacks and chimneys, windows, furnace ducts, concrete 


wall 


flooring and patios, shower stalls, swimming pools, fire 
ponds and bathtubs. It is applied from any standard caulk 
ng gun in the form of a soft paste and turns to a solid 
rubber on exposure to a'r. It sticks well to all common build 


ing materials and, once in place, stays flexible and per 
monently resists shrinking, chipping, drying out ond dis- 


oring. It is waterproof and cannot be dissolved by water 


The G-E sealant adhere 
to most surfaces on application: it is easily applied at temp 
м ОЗЕ; it requires no mixing; and resists perma- 
nent deformation in expansion joints, The silicone material, 
due to its soft texture in uncured form is particularly easy 
to remove from tools, providing for fast cleanup on the 
job, G-E reports. 

Prior to placing its new silicone construction sealant 
on the market, the company put it through intensive te 
ing both in its laboratories and in the field. It has since 
been used on hundreds of buildings as a curtain wall sealant 
and in numerous other caulking, sealing and glazing appli 
cation 


the non-silicones do no 


provide 


For further information write: New Product Department, 
Ohio Architect, 5 E. Long St., Columbus, Ohio. 


Mellett Mall Shopping Center Canton, Ohio 


Cox & Forsythe, Al 
for the new $7,000 


located at Tuscarawas ond Whipple 


te 


Mellett Mall will be 


Page 


the largest commercial project (non-industrial) 
built in Stark County. 


ndbreaking took place in May, and formal open 
| for March, 1965. 
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PHONE CALL TO EUROPE 
SECURES CONVENTION SPEAKER 


Your program chairman for the An- 
nual Meeting is stopping at nothing to 
secure top men for speakers at the An- 
nual Meeting! Mr. Gilbert Codding- 
ton, FAIA, Convention Program Chair 
man, placed a long distance phone call 
to Prague Czechoslovakia to ask MR. 
JAMES MARSTON FITCH of Colum- 
bia University who is presently touring 
Europe, to be on the program for the 
Annual Convention. Mr. Fitch accepted 
graciously and has announced his topic: 
"Forms of Plenty". This subject will be 
of interest to the wives as well as their 
architect husbands. Mr. Coddington 
says of Mr. Fitch, "Не is both amusing 


"WILLIAMS" 


Reversible 
Window Fixtures 


for wood windows 
have now been on the market 


SIXTY YEARS 
We also manufacture 
ALUMINUM 


Double Hung Reversible Windows 
and 


Single Sash Horizontally 
Pivoted Windows 


With "WILLIAMS" 


all window cleaning is done 
from inside at floor level — safely, 
economically and conveniently 


THE WILLIAMS 
PIVOT SASH CO. 


2284] Aurora Rd. Bedford, Ohio 
GReenwood 5-1744 


JULY-AUGUST, 1964 


and shocking" and promises convention- 
eers a very entertaining and informo- 
tive talk. 

O'NEIL FORD, FAIA, of San An- 
tonio, Texas has been contacted for о 
seminor for the Cruise Convention, and 
while he has not been "tied down" ot 
press time, it looks very good that we 
will have him. These two very outstond- 
ing men will be an inspiration to oll 
those who hear them. Both speakers will 
gear their talks to the interest of Archi- 
tects, their wives, and the Exhibitors. 
Don't miss this outstanding event—get 
your reservation into the ASO office 
todoy. 


LEADER STRAPS 


Attractively designed in 
three distinctive styles, 
available in copper, 
aluminum, zinc and 
aluminum painted white. 


Write for free literature. 


DAVID LEVOW CO. 
7 Georgia St. 
S. Hackensack N.J. 


NEW 
МА MEMBERS 


We would like to extend o personal 
welcome to Arthur Brown, AIA, Dayton 
John E. Wenzel, AIA, Cleveland, Ro- 
bert G. Steinkamp, AIA, Cincinnati, 
Thomas C. Tufts, AIA Cleveland, and 
James Watson, AIA, Cleveland, who 
have just become AIA members. Our 
office stands ready to serve you at ony 
time. Please feel free to call upon us. 


V. E. SHOGREN 
CONSULTING ENGINEER 


Structural Design & Foundations 


5020 Market Street Youngstown 12, Ohio 
Telephone 788-4610 Area Code 216 


exclusively for members 


e SERVICE 
€ INTEGRITY 


€ PROTECTION 


are assured to you at all 
times when you enroll in the 
Accident and Sickness plan 
of income protection under- 
written by Continental Cas- 
vally Company and Ap- 
proved and Endorsed for 
members by the 


ARCHITECTS 
SOCIETY of OHIO 


For full information about 
our plan, phone or write 
fo the Administrator, 


MR. SAMUEL WHITE 


304 The Arcade ө SU. 1-1540 
Cleveland 14, Ohio 
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aa HAUGHTON 
ELEVONICS"* 


Brings TOTAL ELEVATOR AUTOMATION 
to Philadelphia's Newest Prestige 
Apartment . . . HOPKINSON HOUSE 


Total Elevator Automation at luxurious new 
Hopkinson House means that elevator avail- 
ability is matched precisely to traffic demand 
‘round the clock. 


A remarkable new automatic computer-con- 
trol system, created by Haughton Elevonics, 
constantly monitors traffic demand... and 
relays calls for service instantly to the car- 
control system in the elevator machine room. 
Response is immediate. Thus, elevator serv- 
ice is never more than just a few seconds 
away on any of Hopkinson House's 34 floors. 
What's more, the ride is a revelation in vel- 
vety smoothness and quiet cornfort. 


Include Haughton Total Elevator Automation 
in your plans for building or modernization. 
Ask your Haughton Sales Office (listed in 
the Yellow Pages) to consult with you, or 
write to us. 


HAUGHTON ELEVATOR COMPANY 
Division of Toledo Scale Corporation 
Toledo, Ohio 43609 


Hopkinson House Apartments 

Washington Square South, Philadelphia, Ра. 
Winner in 1963 of the AIA Philadelphia 
Chapter Award for finest design in 
residential structures, Philadelphia area 


Architect: Stonorov & Haws, 
Architects Building, Philadelphia. 
Builder: R. M. Shoemaker Company— 
Hopkinson House, Inc. 

245 South 24th Street, Philadelphia. 


* Haughton's advanced program in systems research and engi- 
neering, with specific emphasis on the creative application of 
electronic devices and instrumentation for betterment of sys- 
tems design and performance. Registered in U.S. Patent Office. 
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locks and latches that keep doors quiet! 


E ХС LU 6 ІМЕ Russwin Adjustable Roller Locks and Latches for 

push-pull hospital doors eliminate disturbing clicks, 

tíd | yy rattles, latch noise. The dual purpose lock unit is 
ua purpose equipped for both latching and locking functions. 

Throw and latch pressures of rollers are adjustable 

LO с K for various door clearances and are easy to replace. 


CONTACT YOUR RUSSWIN DISTRIBUTOR IN OHIO 


4< A A << A. 


Cincinnati Cleveland Cleveland Columbus Mansfield 
Dayton The Martin 


Akron Ashtabula 
Beight Наме. Div. The Mitchell The McClure Cleveland The Midland Smith Brothers i 
red J. Crisp, Inc. d. | Hardware Company, one dal Architectural Hardware Company) |Hardware Company Carl D. Himes. Іпс | Hardware Company 
720 М. Main St. 4 | 4719 Main Ave. eading Rd. Ų |Wardware Company} | 1839 E. 18th St] | 580 М. 4th St. 317 S. Main SL 4. 17.19 М. Main St] 
Dial Dial 4256 Pearl Rd. Dial Dial Dial Dial 
253-5103 993-7661 " ПА PR 1-6190 CA 4-8131 223-2208 522-6211 


...to accent Your creative design! 


